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David M. Smith, Esq.

Maynard, Cooper, Frierson & Gale, P.C.

12th Floor, Watts Bldg.

Birmingham, AL 35203
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Office of the Solicitor
U.S. Department of Labor
4015 Wilson Blvd.
Arlington, VA 22203

Administrative Law Judge James Broderick
Federal Mine Safety and Health

Review Commission
5203 Leesburg Pike, Suite 1000
Falls Church, VA 22041

672 Resources, Inc. ("JWR")> has filed a Motion for
